DYNAMIC    KLKCTR1CITY.
graving a disruptive spark from an induction coil is utilised for making the record.    The indicating parts arc made and
arranged as in an astatic galvanometer.   The helixes are wound with rather coarse wire (No. 22). The needle is asto.de, by the iron cap secured to the plate by several screws, so as to clamp the diaphragm tightly.
